MY FIRST POWER-DRIVEN MAN-CARRYING MACHINE

(BROOKLANDS, 1907)

Photo shows ' J.A.1V engine.   Flown with eight-cylinder 1^4 h.p.
' Antoinette ' engine.

A. V-R. WITH THE MODEL AEROPLANE WITH WHICH HE
WON CHIEF PRIZE AT DAILT MAIL COMPETITION IN 1907